Fittings & Drains 


Pipe LIST Ctn. Cin. 
Model No. Size Description PRICE Qty. Wgt. ) 
TURBO BOOST JETS 
SP-1450T 1"/o" Skt. Turbo Boost Spa Jet Fitting. Includes body w/high 
flow directional nozzle, bulkhead fitting, gasket, 
ANd 11/2" SWEEP CIDOW. ........ssssssesscssseeesesnnnecsessneccssvenseenneeeeey $ 26.00 20 36 Ibs. 
sp-1450TC —1'/2"Slip Turbo Boost Fitting for concrete pools/spas. Same as 
SP-1450T, except less gasket and 11/2" x 11/2" 
Skt. SWEEP CIDOW .......scsssssesssseesssssesecesssnneseccersnnansssnsnsseseeannneten 24.50 20 36 Ibs. 
* SP-1450TM = 1'/2" MIP_ Turbo Boost Fitting w/6" air tube, cap. For in-pool 
installation. Threads into 11/2" FIP wall fitting. .............eeeee 31.00 20 ~=36 Ibs. 
SP-1450ES - Stainless Steel Escutcheon set - (2 pC.). .......cssesseccseeesneeeneen 12.50 50 10 Ibs. 
SP-1450H 1/2" Skt. Sweep EIDOW Only o.......eeeesesscsccsseeessssnnnnnnsnnnenssnsssseceecessnnnnnnnnssss 1.00 15 4 Ibs. 
SP-1450WP - Test and Winterizing Plug w/O-Ring. For SP-1450T Series.......6.90 10 = 5 Ibs. 
SP-1450WP-2. — Winterizing Plug w/O-Ring. For SP-1450T Series .........:-+++ 6.40 10 5 \bs. 
SUCTION FITTINGS 
SP-1450WP SP-1440 1'/2" Skt. Self-Draining Suction Fitting for Jetted Bath- 
tubs and Spas. Includes PVC body, cover (white), i 
gasket, locknut, 90° PVC Slip C1DOW.........ssssessssseesessseeessen $ 10.30 24 = 22 Ibs. 3 
SP-1440LE 11/2" Skt. Same as SP-1440, except less CIDOW .........sssssssssssseeeesseeeeesssnnees 8.90 50 32 Ibs. 
SP-1440SCLE 11/2" Skt. Same as SP-1440LE, but with Stainless Steel Suction Cover .. 16.00 50 39 Ibs. 
SP-1440SC - Stainless Steel Suction Cover ONMy ..........:ssscsecseeeseeseeeenesnees 9.80 50 12'/2 Ibs. 


NOTE: OEM Bulk 50 Packs are available for above fittings. 


DIRECTIONAL FLOW INLET FITTINGS - Standard 


SP-1419-A 11/2" MIP. Hydrosweep Slotted Opeming ............cscsssssseessssssmsssssnnees $ 2.60 50 ~— 7 Ibs. 
SP-1419-B 11/2" MIP. Hydrostream 3/8" Opening ..........sssssccceseecssneeessssessessneesennensnns 2.40 50 ~=—s 7 Ibs. 
SP-1419-C 11/2" MIP Hydrostream 1/2" Opening ..........ecccsssseesssssseesseessnncesenneeten 2.40 50 = 7 Ibs. 
SP-1419-D 11/2" MIP Hydrostream 3/4" OPeMing ...........ececccssssesesseeseesseesessesessnneennnees 2.40 50 = 7 Ibs. 
SP-1419-E 11/2" MIP Hydrostream 1° OPGMing .........sssssescecsseessessssseeseessssneseeeseneeetany 2.40 50 = 7 Ibs. 
SP-1419-D-BLK 11/2" MIP Hydrostream 3/4” opening - DIACK ...........ssssesceesssssssseseesssnnneeee 2.50 50 = 7 Ibs. 
SP-1419-E-BLK 11/2" MIP Hydrostream 1° Opening - DlaCk ..........sesssssessssessessseennen 2.90 50 = 7 Ibs. 
SP-1419-C-50 - Bulkpack Of 50 SP-1419-C ........ssssscssssssesecseessssssssnsenssseen 103.00 50 6 Ibs. 
SP-1419-D-50 - Bulkpack Of 50 SP-1419-D ........cssesssssesseseeseeesssssseeeeeee 103.00 50 6 Ibs. 
SP-1419-E-50 - Bulkpack Of 50 SP-1419-E ........sssssssssssssssssseccecserserssssneee 103.00 50 «6 Ibs. 
SP-1420 11/2" MIP Hydrostream, w/1" dia. rUDDer MOZZIE «.........ssssssssseseeseesseeessnnee 4.20 25 ~—*5 Ibs. 
SP-1421-D 1"/2" Slip Hydrostream Insider Fitting - 3/4” Opening ...............--seeceeeee 3.80 25 ~—5 Ibs. 
SP-1421-E 1'/2" Slip Hydrostream Insider Fitting - 1" OPENING ...........ssssssssssssem 3.80 25 ~=+5 Ibs. 
SP-1421-D-BLK 1'/2" Slip Hydrostream Insider Fitting - 3/4" opening - Black ................. 3.90 25 ~~ ‘5 Ibs. 
SP-1421-E-BLK 11/2" Slip Hydrostream Insider Fitting - 1" opening - Black ................. 3.90 25 sibs. 
SP-1421-D-50 - Bulkpack Of 50 SP-1421-D .........sssssscsssesssssseessnessessseeesssnees 174.00 50 ~—s-6 Ibs. 
sP-1421 SP-1421-E-50 - Bulkpack Of 50 SP-1421-E..........sssscsssesecscscsnsesseecsesssesssensnes 174.00 50 ~—6 Ibs. 
SP-1419-T - Seat Removal Tool for Hydrosweep/Hydrostreams .............++++ 1.30 100 5\bs. 


an 


